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29 Avgust 1951 


m^rnxmvmt deputt director (ADiraiarRmcK) 

- Ff»Mt . Acting Omeral Counsel - : 


SUBJEOfi 


A Program for the Bstabliahaemt of A Career 
Corps for the Central Intelligence Agency 


25X1 A9a 


1* There ore submitted herewith commits of this office 
CO the chore subject. These coanents deal with the legal ag- 
pecte of Append!* Q (j^* 69-71) which if? concerned with career 
benefits and security* Our eonments below are keyed to specif- 
ic paragraph jsasfcere* 

I. The conrasat that In order to grant appropriate CIA 
personnel tins sod ooo-half service credit against retire- 
ment would require the Agency to consummate an agreement 
with the Civil Serriee Ccmaleaicaa is not accurate at this 
time* At one point it had been believed possible that ex- 
isting legislation applicable to investigative and law en- 
forcement personnel of various agencies, such aa Treasury 
md FBI* could be interpreted to cover certain classes of 
employees of CIA during periods of aeployaaat under speci- 
fied conditions. This Office had indicated ouch a position 
probably could not be supported on purely legal grounds. 
Subsequently, Mr. v.hrrwa Irons, Chief# Retirement Division, 
Civil Service CamLsstm, has specifically advised the Act- 
ing Personnel Director at the tine# mad 

the undersigned that legislation would be required in order 
to apply the benefits of the law in question to CIA employ- 
ees* 

f • At one point serious consideration was given to in- 
clude in appropriate CIA legislation (P. L. 110 as passed) 
the authority for the DirectX to apply certain medical and 
disability benefits to dependents of CIA employees. Such 
language was included in the proposed bill. In disoassicns 
with the Bureau of the Budget prior to debate an the bill 
in the Congress, the provision relating to dependents was 
deleted on the grounds that no precedent existed for say 
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